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Limited Distribution 


UNITED STATES INTELLIGENCE BOARD 


MEMORANDUM FOR THE UNITED STATES INTELLIGENCE BOARD 
SUBJECT : ARGON /CORONA Schedules 
REFERENCES : a. USIB-D-41.15/12, 9 July 1963 


b. USIB-D-41. 15/13, 12 July 1963 


1. The attached memorandum on the subject from the Director, 
National Reconnaissance Office, in response to the attachment to 
reference b., is circulated for the information of USIB. 


2. Unless otherwise requested, it is not planned to schedule the 
attachment on the agenda of a USIB meeting. 
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